FAN RELAY WIRING 
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Autowire 


We Make Wiring Easy!! 
American Autowire Systems has high quality 
temperature sending units available: 150 Heller PI #17 W Bellmawr, NJ 08031 856-933-9301 


p/n 500497....0n 195 deg-off 180 deg, 3/8 x 18 thread SOMN 
p/n 500492....on 180 deg-off 160 deg, 3/8 x 18 thread 5 0 0 7 8 4 
p/n 500493....0n 210 deg-off 195 deg, 3/8 x 18 thread 
DESCRIPTION: 
Also available are high quality in-line fuse kits: 


p/n 500094....\NATERPROOF IN-LINE FUSE KIT. Cap has ELECTRIC COOLING 


mounting tab. Complete with terminals and 30 amp fuse. FAN DUAL RELAY KIT 
p/n 500528....STANDARD IN-LINE FUSE KIT. Complete with terminals 


and 30 amp fuse. 92966642 instruction sheet Rev 0 1/05/2005 
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